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use by dentists in England and Wales: results of a 
2-year follow-up survey (F. J. T. Burke, N. H. F. 
Wilson and S-W. Cheung) 


Gold in mineral waste 


Gold onlays, adhesively retained in management of dental 


erosion (T. Linehan) (L) 
Goldenberg, M. M., Dentists supporting Bosnia (L) 
Gore, S. M. see Felix, D. H., Bird, A. G., Anderson, H. G. 
Gore, S. M., Brettle, R. P. and Wray, D. 
Grace, M. 


A review of the BDJ in 1993 
D. Carroll interview 


Law and ethics (/eader) 
S. Noar interview 


Point of contact (/eader) 
Practice leadership (/eader) 


Predicting the future (leader) 


Scientific quality (leader) ... 


Showcase (leader) 
Teamwork marketing (/eade”) 


The first step (leader) 


The guru phenomenon (/eader) 


Year of Oral Health (leader) ... 
Graff-Radford, S. and Solberg, W. K., Is atypical odontalgia 
a psychological problem? (A) 


Graham, D. W., VT or not VT (L) 


Grainger, J. K., Dentistry down-under (L) 


Gray, R. J. M., Davies, S. J. and Quayle, A. A. 
A clinical approach to temporomandibular joint 
disorders 
1. Classification and functional anatomy 
2. Examination of the articulatory system: the 


temporomandibular joint 
Gray, R. J. M., Quayle, A. A., Hall, C. A. and Schofield, 
M. A., Physiotherapy i in the treatment of 
temporomandibular joint disorders: a comparative 


study of four treatment methods 
Green detergents, potential for pollution 


Greenstein, G., The role of metronidazole in the treatment 
of periodontal disease (A) 


Greer Walker Award winners 


Grey, N. J. A. see Burke, F. J. T. and Grey, N. J. A. 
Guest leaders 
Dentists and computers (D. Seel) 


Less than the best? (W. W. Howard) 


Nuffield Inquiry into Dental Auxiliaries (J. Galloway) 
Oral cancer and precancer — our responsibility 


(J. Zakrzewska) ... 
“Oral hygiene’ — a significant obstacle to dental health? 
(R. J. Cook) 


(R. J. Andlaw) (L) 


(N. W. Johnson) (L) 
Walker) (L) 


Our place in primary dental care (D. Pike) 
Selection criteria for periodontal radiography 
(P. N. Hirschmann, K. Horner and V. E. Rushton) 
The man from Clapham... And Clappersgate... And 
Clapton... Aad Clapworthy... And... (W. T. Sholl) 
1994 Year of Oral Health (D. Scarrott) 

Guide to Postgraduate Degrees, Diplomas and Courses in 


Dentistry 1994/95 
Guy’s Hospital 
Newland Pedley commemoration 


reunion 


Hall, C. A. see Gray, R. J. M., Quayle, A. A., Hall, C. A. 
and Schofield, M. A. 

Hallonsten, A-L. see Holst, A., Hallonsten, A-L. et al. 

Hamlin, G. W. see Patel, D. and Hamlin, G. W. 

Hancocks, 
Cupboard love 


Dental fitness 


Notice is hereby given 
People do talk 


Positive about the negative 


That familiar frequency 


That vacant look 


The away match 
The dentist always says what he means 


Time (management) and tide 
Tokenism 


Hand hygiene: EPICD recommendations (E. A. Field ed.) 


Hantavirus infection, rat vectors 


Harding, M. and Taylor, G., The outcome of school 
dental screening in two suburban districts of Greater 


Manchester, UK (A) 
Hardman, P. awarded Glastone Hughes Prize 
Hargraves, W. D., Referred pain (L) 


Harmonica playing, prosthetic problems (I. C. Benington 
and A. P. K. McNeill) 


Harrison, A. see Darbar, U. R., Huggett, R. and Harrison, A. 
Harrison, S. D. C., An ethical problem (L) 
Hawkins, M. wins dental care awards 


Hearsum, M., Reflections of an MCCD/MGDS course 


participant 1991-1992 (correction) 
Heasman, P. A., Thomason, J. M. and Robinson, J. G., 

The provision of prostheses for patients with severe 

limitation in opening of the mouth 


Heesom, T., Laughing gas (L) 

Herbert, A-M. see Davies, K. J., Herbert, A-M., 
Westmoreland, D. and Bagg, J. 

High altitude-associated dental pain (W. Kollman) (A) 

High, A. S. see Chan, M. F. W-Y., Cassidy, M. and High, 
A. S. 

Hill, F. J. 
Review of Andlaw, R. J]. and Rock, W. P. A manual 
of paedodontics (third edition) 


Review of Pinkam et al. Paediatric dentistry: infancy 


through adolescence 
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Hinchliffe, J., Murder enquiry (L) 


Hirschmann, P. N., Horner, K. and Rushton, V. E., 
Selection criteria for periodontal radiography (guest 
leader) 

Hirshberg, A., Leibovich, P. and Buchner, A., Metastases 
to the oral mucosa: analysis of 157 cases (A) 

History, dental 
dental mouthpiece origin/early history (R. V. Reed Jr.) ....... 
Francis Balkwill. Contribution to understanding 
mastication (R. C. Fereday) 


friendly societies (J. M. Gibson) 
laughing gas (T. Heesom) (L) .. 
medicine and surgery in development of professional 
status of dentistry. Personal view (A. Stanley) 

one hundred years ago 


Rolando of Parma — 13th century practitioner of 
medicine and dentistry (J. D. Derry) 
HIV infection/AIDS 
confidentiality 
(H. Cooper) (L) .. 


(D. M. Hobbs) (L) 

convergent combination therapy 
delusional infection 

(L. Mudford) (L) 

(M. A. Pogrel) (L) 
dental press in cross-infection control (L. P. 
Samaranayake) (L) 


dental visiting behaviour and experiences of infected 

men (P. Robinson, J. M. Zakrzewska, M. Maini, D. 

Williamson and R. Croucher) 

HLA protein status of naturally immune women 

neuropsychiatric changes: concerns for dental 

professionals (R. Asher, J. D. McDowell and H. 

Winquist) (A) 

professional obligations. Personal view (J. D. Manson) 

thalidomide in treatment 

transmission to HCWs in needle-stick injuries 

(L. Samaranayake) (L) 

vaccine trials for newborn babies 
HLA-DRI 3-D structure 
Hobbs, D. M., Confidentiality — at any price? (L) 
Hogan, J., Patient postcoding and the GDS (L) 
Hogan, J. I., Bloomfield doesn’t report (L) 
Hollaway, P. J., A question of fluorides (L) 
Holst, A., Hallonsten, A-L. et al., Prediction of behaviour 

management problems in 3-year-old children (A) 
Holt, R. D., Rule, D. C., Basker, R. M., Davenport, J. C., 

Ralph, J. P., Murray, J. J. and Eaton, K. A., The 

influence on partial denture design of a teaching 

video for general dental practitioners 


Homeless people, dental care scheme 
Horner, K. 
Review of Haring, J. I. and Lind, L. J. Radiographic 
interpretation for the dental hygienist 


see also Hirschmann, P. N., Hornér, K. and Rushton, 
V. E. 
Horobin, D. G., Looking on the bright side (L) 
Hospital management. Personal view (J. D. Price) 
Howard, W. W., Less than the best? (guest leader) 
HRH Princess of Wales, Honorary Fellowship from Royal 
Australasian College of Dental Surgeons 
Huggett, R. see Darbar, U. R., Huggett, R. and Harrison, A. 
Hussey, D. L., Irwin, C. R. and Kime, D. L., Treatment 
of anterior tooth wear with gold palatal veneers 
Hydro-electric reservoir emissions . 
Hygiene, oral 
(R. J. Cook) (guest leader) 


(R. J. Andlaw) (L) 


(N. W. Johnson) (L) 


toothbrushing, flossing and preventive dental visits by 


Detroit-area residents in relation to demographic and 


socio-economic factors (D. L. Ronis, W. P. Lang et 
al.) (A) 

Hygienist, dental, Stafford-Miller “Search for Success’ 
competition 

Hypnosis in ‘gagging’ and intolerance to dentures 
management (M. J. Barsby) 


(C. G. W. Wilks) (L) ... 


I-cell disease: case report with gingival enlargement 


(N. G. Taylor and R. Y. Shuff) 


Implants, dental 
implant supported fixed distal extension (R. M. 
Watson, D. M. Davis, P. Eckhardt, P. Newman and 
J. O. Rogers) 
3-year follow-up study on single implant treatment 
(T. Jemt and P. Pettersson) (A) 


128 
309 


Imputers 
Influenza, designer drugs 


309 


Inlays, aesthetic 
composite versus ceramic (F. J. T. Burke and 


53 


A. J. E. Qualtrough) 

survey of current use (D. A. Orem and G. J. Pearson) 
Inoculation injury 

recent non-sterile inoculation injuries to dental 

professionals in the Lothian Region of Scotland 

(D. H. Felix, A. G. Bird, H. G. Anderson, S. M. 

Gore, R. P. Brettle and D. Wray ) 


(L. P. Samaranayake) (L) . 


(D. Wray and D. H. Felix) (L) 


transmission of HIV to HCWs (L. Samaranayake) (L) 
International Dental Film and Video Festival 
Investors in People Award won by E. Rozwadowska 


457 


Irwin, C. R. see Hussey, D. L., Irwin, C. R. and Kime, D. L. 


Jacobsen, P, Review of Muia, P. J. Aesthetic restorations: 
improved dentist-laboratory communication 

Jacobsen, P. H. appointed to Readership at University of 
Wales, Cardiff 

Jemt, T. and Pettersson, P., A 3-year follow-up study on 


single implant treatment (A) 
Job vacancy advertising (S. Hancocks) 


Johnson, N. W., Oral hygiene (L) . 


Johnson, T. wins QED/Maillefer Research Award 

Jones, J. H., Presidential address (/eader) 

Jones, S., Review of Viazis, A. D. Atlas of orthodontics: 
principles and clinical applications 


Joyce, A. P. and Donnelly, J. C., Evaluation of the 
effectiveness and comfort of incisive nerve anaesthesia 
given inside or outside the mental foramen (A) 

Joyston-Bechal, S. see Kidd, E. A. M., Joyston-Bechal, S. 
and Beighton, D 

Junior staff appointments acceptance (C. M. Woodhead) (L) 


250 


124 


Junk DNA 


Karim, A. B. M. F. see van der Waal, R. I. F., Snow, G. B., 
Karim, A. B. M. F. and van der Waal, I. 

Kempe, H. E., From a satisfied customer (L) 

Kent Business Award winners 


Keynejad, V., Probing into perio in San Francisco 

Khan, A. S. and Ahmad, F., Patients with and without 
oral malignancy in Pakistan. A dental elective report 

Kidd, E., Review of Bowen, W. and Tabal, L. (eds.) 
Cariology for the nineties 


Kidd, E. A. M., Joyston-Bechal, S. and Beighton, D., 
Diagnosis of secondary caries: a laboratory study 

Kilpatrick, N. M. and Wassell, R. W., The use of 
cantilevered, adhesively retained bridges with 
enhanced rigidity 


Kime, D. L. see Hussey, D. L., Irwin, C. R. and Kime, D. L. 
Kirstila, V., Sewon, L. and Laine, J., Periodontal disease in 
three siblings with familial neutropenia (A) 
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Knott, N., Infernal politics (L) 


Kollman, W., Incidence and possible causes of dental pain 
during simulated high altitude flights (A) 
Kosner, A., A sweet reminder (L) 


Kothari, P., Murphy, M. and Thompson, J., Horizontal 
root fracture — an unusual complication 

Kurer, H. G., Review of Stean, H. Aesthetic dentistry with 
indirect resins 


Laboratories, dental, levels of quality (W. W. Howard) 
(guest leader) 

Laine, J. see Kirstila, V., Sewon, L. and Laine, J. 

Lang, W. P. see Ronis, D. L., Lang, W. P. et al. 

Langfield, N. see Watt, D. G., Ashman, J. and Langfield, N. 

Lawrence, A. and Lawrence, J., Bournemouth ’93: a personal 


Lawrence, A. J. 
Review of Griffiths, J. and Boyle, S. Colour guide to 
holistic oral care — a practical approach 
Review of Schou, L. and Blinkhorn, A. S. (eds.) Oral 
health promotion 

Lawrence, J. see Lawrence, A. and Lawrence, J. 

Leaders 
Law and ethics (M. Grace) 


(J. A. Anderson) (L) . 
Nuffield Report (D. Maxted Jones) (L) 
Point of contact (M. Grace) 


Practice leadership (M. Grace) 


Predicting the future (M. Grace) 
Presidential address (J. H. Jones) 
. President’s address to the General Dental Council 
(GDC) (D. Mason) 


President’s New Year message (M. Seward) 


Scientific quality (M. Grace) 
Showcase 94 (M. Grace) 


Teamwork marketing (M. Grace) . 


(D. Thomas) (L) 


The first step (M. Grace) 
The guru phenomenon (M. Grace) 
(S. R. Day) (L) 


(G. D. Singh) (L) 


The refereeing game (W. D. Schwarz) (L) 
Valedictory address (M. Seward) 
Year of Oral Health (M. Grace) 


Lecomber, A. R. awarded Sir William Lee Research Prize 
Lee, Sir William Research Prize awards 


Leeming, J. see Rooney, J., Midda, M. and Leeming, J. 
Legal aspects 
Law and ethics (M. Grace) (leader) 


(J. A. Anderson) (L) 
Leibovich, P. see Hirshberg, A., Leibovich, P. and 
Buchner, A. 
Levy, S. see Toumba, K. J., Levy, S. and Curzon, M. E. J. 
Liebenberg, W. H., Modification to a ‘safe crown-removal 


technique’: case report 
Lindhe, J., Rosling, B. et al., The effect of a triclosan- 
containing dentifrice on established plaque and 
gingivitis (A) 
Linehan, T., Adhesively-retained gold onlays (L) 
Lip paraesthesia, orthodontic treatment-associated. Case 
report (N. C. B. Tang, B. J. Selwyn-Barnett and S. J. 
Blight) 


Lip trauma phobia (D. J. P. Robinson) (L) 
Lipoma on mandibular alveolus. Case report (A. J. 
Mighell) 


Lloyd, S., Talati, V. R. and Ward, J. P., An unusual 
finding on routine dental pan-oral tomography 
Logan, C., Review of Taylor, T. D. and Laney, W. R. 
Dental implants: are they for me? (second edition) 
Lumsden, K. W., Where does orthodontics fit into VT? ......... 


McCabe, J. F. see Momoi, Y. and McCabe, J. F. 
McCabe, J. F. and Rusby, S., Dentine bonding — the effect 
of pre-curing the bonding resin 


McColl, E., Bagg, J. and Winning, S., The detection of 
blood on dental surgery surfaces and equipment 
following dental hygiene treatment 


McCord, F. appointed head of Department of Restorative 
Dentistry, University of Manchester 


McDowell, J. D. see Asher, R., McDowell, J. D. and 
Winquist, H. 
MacGregor Williams, C. G., Trial phial (L) 


Mackie, I. C. and Worthington, H. V., Investigation of 
the children referred to a dental hospital with avulsed 
permanent teeth (A) 


McNeill, A. P. K. see Benington, I. C. and McNeill, A. P. K. 
McRury, B. G. awarded MBE in New Years Honours 
Maini, M. see Robinson, P., Zakrzewska, J. M., Maini, 
M., Williamson, D. and Croucher, R. 
La Maladie du petit papier 
(C. R. Debenham) (L) 


(W. D. Schwarz) (L) 


(M. Williams) (L) 
Malignant melanoma, primary of oral cavity: review of 
eight cases (R. I. F. van der Waal, G. B. Snow, A. B. 
M. F. Karim and I. van der Waal) 


‘Managing Health Services’ distance learning programme 


(D. R. Radford) 
Mandibular opening restriction; prostheses provision 

(P. A. Heasman, J. M. Thomason and J. G. Robinson) 
Manpower, working patterns, UK dentists (R. W. 


Matthews and C. Scully) 
Manson, J. D., Some of the problems of professionalism 
today 


Marks, C. G., Saint Apollonia (L) 


Mason, D. 
President’s address to the General Dental Council 
(GDC) (leader) 


The changing role of the dentist 


Mastication. Francis Balkwill’s contribution to 


understanding (R. C. Fereday) 
Materials, dental 

adhesive systems: composities, dentine bonding agents 

and glass ionomers (T. F. Watson and D. W. Bartlett) 


(R. M. Yardley) (L) 
dentine bonding — effect of pre-curing the bonding 
resin (J. F. McCabe and S. Rusby) 


hygroscopic expansion of resin based composites 
during 6 months of water storage (Y. Momoi and 


J. F. McCabe) 
inlays, aesthetic: composite versus ceramic (F. J. T. 
Burke and A. J. E. Qualtrough) 


Matthews, R. W., Peak, J. D. and Scully, C., The efficacy 


of management of acute dental pain 
Matthews, R. W. and Scully, C., Working patterns of male 
and female dentists in the UK 


Mattick, C. R., A dextrous damsel’s diamante denture (L) 


Maxted Jones, D., Nuffield Report (L) 
MCCD course; reflections of participant 1992-92 
(M. Hearsum) (correction) 


Media contact (S. Hancocks) 


Medical Insurance Agency (MIA) Scholarships 
Memory 
drug enhancement 


short-term working 


Mental-fiscal drag (J. E. Paul) 


Mercury see Amalgam 

Microbiology 
bactericidal effect of a NdYAG laser, laboratory 
investigation (J. Rooney, M. Midda and J. Leeming) 
Streptococcus salivaris 108 

Midazolam, flumazenil in recovery from intravenous 


sedation (P. J. Thomson, P. Coulthard et al.) (A) 
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Midda, M. see Rooney, J., Midda, M. and Leeming, J. 

Middleton, P., VAT for for dental practices — a short guide 

Miles, K. owested MBE 

Miller, B., Review of Dale, B. G. and Ascheim, K. W. 
Aesthetic dentistry 

Mills, J. R. E. awarded COG Ballard Medal 

Mitropoulos, C. M. see Burden, D. J., Mitropoulos, C. M. 
and Shaw, W. C. 

Momoi, Y. and McCabe, J. F., Hygroscopic expansion of 
resin based composites during 6 months of water 
storage 

Morgan, P. R. see Watson, T. F. and Morgan, P. R. 

Moseley, H. see Chadwick, R. G., Traynor, N., Moseley, H 
and Gibbs, N 

Mouthguards, review of use in contact team sports (J. 
Scott, F. J. T. Burke and D. C. Watts) 

Mouthpiece, dental. Origin and early history (R. V. Reed Jr.) .....478 

Mudford, L., Delusion of having AIDS (L) 248 

Multiple sclerosis, prodromal trigeminal neuralgia (K. 
Neilson and E. A. Field) 68 

Murphy, M. see Kothari, P., Murphy, M. and Thompson, J. 

Murray, J. J. see Holt, R. D., Rule, D. C., Basker, R. M., 
Davenport, J. C., Ralph, J. P., Murray, J. J. and Eaton, 

K. A. 


National Smile Week 
NdYAG laser, laboratory investigation of bactericidal 
effect (J. Rooney, M. Midda and J. Leeming) 
Neilson, K. and Field, E. A., trigeminal neuralgia, 
differentiation from prodromal multiple sclerosis 
Neutropenia, familial. Periodontal disease management in 
three siblings (V. Kirstila, L. Sewon and J. erate (A) 
New Years Honours 
Newcastle upon Tyne Dental School 
1994 Founders and Benefactors Lecture 
1995 Founders and Benefactors Lecture 
Newman, P. see Watson, R. M., Davis, D. M., Eckhardt, 
P., Newman, P. and Rogers, J. O. 
NHS dentistry 
change to private practice: personal view (D. Cheetham) .....122 
changing role of dentist (D. Mason) 
M. Curraa establishes specialist practice in oral surgery 
and endodontics in Belfast 
‘dental benefit’ (guest leader) (W. T. Sholl) ............ss0s0ece000 45 
funding (M. Grace) (leader) 
Panorama programme controversy (D. M. Buckley) (L) 

(C. Logan) (reply) 
primary dental care (D. Pike) 
quality versus quantity remuneration problem (/eader) 
Weltare State economics (A. Baird) (L) 

Nitric oxide levels measurement 

Noar, S. interview with M. Grace 

Nuffield Inquiry into Education and Training of Personnel 
Auxiliary to Dentistry 
DSA training 

(J. Shaw) (L) 

(A. Stapleton) (L) 
(guest leader) (J. Galloway) 
(leader) (Grace, M.) 

(D. Maxted Jones) (L) ... 
Nutrition 

cancer aetiology 

dietary advice (R. J. Cook) (guest leader) 

(R. J. Andlaw) (L) 

(N. W. Johnson) (L) ... 
fluoride content of bottled drinking waters (K. J. 
Toumba, S. Levy and M. E. J. Curzon) . 
foreign bodies in foodstuffs, microscopic detection 
(T. F. Watson and P. R. Morgan) 
sugar-dental caries association: evidence from 90 


countries (M. Woodward and A. R. P. Walker) 
(J. Walker) (L) 
sugar-free drinks (N. Entwistle) (L) 


sugar-free sweets 


BSPD enquiry (G. B. Winter) (L) 


(R. Cook) (L) . 

Nuttal, N. M., Fyffe, H. E. and Pitts, N. B., Caries 

management strategies used by a group of Scottish 
dentists ‘ 


Obituaries 


E. Dalling (appreciation) 
W. H. Edmonds 


J. B. Gayes 
N. E. Gillham 


P. J. Hebden ... 


(addendum) 


(appreciation) (G. E. M. Hallett) 


W. C. Mellor 


G. V. Morrell 


A. T. Pittaway .... 
A. Porritt 
G. S. Prentice 


P. Saunsbury 
W. R. Spooner .. 
D. K. Stables 


J. Tomlinson 
A. T. Wynne 


Obstructive sleep apnoea, head posture (B. Solow, J. 
Ovesen et al.) (A) 

Occupational hazards 
blue light curing units. Dermatological hazard 
(R. G. Chadwick, N. Traynor, H. Moseley and N. 
Gibbs) 

(F. J. T. Burke and N. H. F. Wilson) (L) 

respiratory viral infection among dental surgeons 
(K. J. Davies, A-M. Herbert, D. Westmoreland and 
J. Bagg) 
rubber gloves elective study (P. E. Price) (L) 

Ocean Challenge yacht race 


Ogden, A. R., Siddiqui, A. A. and Basker, R. M., Disposable 
trays for complete denture construction: a 
dimensional study of a type frequently used in the UK 
and of its suitability for the edentulous population 

One hundred years ago 


Oral cancer 
ameloblastoma of attached gingiva (M. F. W-Y. 
Chan, M. Cassidy and A. S. High) 471 
dentists’ responsibilities (J. Zakrzewska) (guest leader) 
malignant melanoma, primary: review of eight cases 
(R. 1. F. van der Waal, G. B. Snow, A. B. M. F. Karim 
and I. van der Waal) 
metastases to the oral mucosa: analysis of 157 cases 
(A. Hirshberg, P. Leibovich and A. Buchner) (A) 
in Pakistan. Dental elective report (A. S. Khan and F. 
Ahmad) 
screening. UK working group recommendations 

Oral and Dental Research Trust 
Colgate Research Awards 1993 


Unilever/Mentadent Dental Research Awards 
Oral and maxillofacial surgery, provision of oral surgery 
services in England and Wales 1984-1991 (D. 
Thomas, R. Walker, A. Smith and J. Shepherd) 
Oram, D. A. and Pearson, G. J., A survey of current 
practice into the use of aesthetic inlays 
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Orthodontics 
in General Dental Service of England and Wales: a 
critical assessment of standards 


(T. Pollard) (L) 
(S. Richmond) (reply) .. 


(R. Thomas) (L) 


lip paraesthesia associated with adult treatment. 
Case report (N. C. B. Tang, B. J. Selwyn-Barnett 
and S. J. Blight) 


residual treatment need in a sample of 15- and 16- 
year-olds (D. J. Burden, C. M. Mitropoulos and 


W. C. Shaw) 
in vocational training. Personal view (K. W. Lumsden) 
Orton, H. S., Review of Shaw, W. C. (ed.) Orthodontics 
and occlusal management 


Ovesen, J. see Solow, B., Ovesen, J. et al. 
Oxtoby, A. and Field, E. A., Delusional symptoms in 
dental patients: a report of four cases 


Pain, management of acute (R. W. Matthews, J. D. Peak 
and C. Scully) 

Pakistan, oral malignancy: dental elective report (A. S. 
Khan and F. Ahmad) 


Pancholi, R. M., Repair of fractured porcelain units (L) 
Parliamentary news (About the House) 


Parr, T. A., An investigation into sugar-containing and 
sugar-free over-the-counter medicines (L) 

Patel, D. and Hamlin, G. W., Hypoxaemia during 
paediatric dental anaesthesia in the community 

Pathways in Practice distance learning programme: 
potential use by general dental practitioners 
(M. E. Pendlebury, P. S. Rothwell and L. Wiles) 


Paul, J. E., Mental-fiscal drag 
Peak, J. D. see Matthews, R. W., Peak, J. D. and Scully, C. 


Pearson, B. to compete in Ocean Challenge yacht race .......... 203 


Pearson, G. J. see Oram, D. A. and Pearson, G. J. 

Pendlebury, M. E., Rothwell, P. S. and Wiles, L., The 
pathways in practice programme: an investigation 
into its potential use by general dental practitioners 

Periodontal disease 
effect of triclosan-containing dentifrice on established 
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